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work of Mr. Poole. The reviser believes that the uae of the
and the British thermal unit instead of the kilogram and the calorie
will make the book more serviceable to the uner of fuel in the
United States. It is believed that the book in its prmwt form ami
arrangement will serve a useful purpose in every industry which
uses fuel.

EGBERT THURBTON KENT.
NEW YOBK, Nov. 16, 1917.an when tho book won first
